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0.

FOREWORD

0.1 This Indian Standard ( Part III ) was adopted by the Indian Standards Institution on 17 January 1977, after the draft finalized by the Sanitary Appliances and Water Fittings Sectional Committee had been approved by the Civil Engineering Division Council. 0.2 The fabricated HDPE fittings are used for connection, process, to HDPE pipes covered by IS : 4984-1972*. by welding

0.3 The requirements of fabricated -HDPE fittings are covered in three parts of this standard, Part I of the series deals with the general requirements applicable to all fabricated HDPE fittings, and specific requirements of different types of fittings are covered in separate parts This Part III deals with the specific requirements for of the standard. 90" bends. 0.4 For the purpose of deciding whether a particular requirement of this standard is complied with, the final values, observed or calculated, expressing the result of a test or analysis, shall be rounded off in accordance with IS : 2-196Ot. The number of significant places retained in the rounded off values should be the same as that of the specified values in this standard.

1. SCOPE 1.1 This standard ( Part III ) lays down the requirements for manufacture, dimensions and tolerances and marking for fabricated HDPE 90" bends for potable water supplies. *Specific&on for high density polyethylene pipes for potable (fist r0oiSi411) . tRutea for rounding off numerical valuea ( ruiwd ). 3
water supplies

IS : 8360 ( Part III ) - 1977 2. REQUIREMENTS 2.1 General
2.2

- The general requirements for material, sizes, methods of test and sampling shall conform to IS :8360 ( Part I )-1977*. Manufacture 2.2.1 A typical
illustration of 90" fabricated bend is shown in Fig. I.

FIG. 1 2.2.2 thereon

90" BEND

Luyiag Length shall comply

The overall laying length 5 and the tolerances with those given in Table 1 read with Fig. 1.

2.2.3 The outside diameters and wall thicknesses of pipes out of which 90" bends are fabricated shall comply with those given in IS : 8360 The wall thickness of fabricated bend shall not be ( Part I )-1977". less than that of the pipe to which it is to be welded. 3. MARKING

3.1 Each
information:

fabricated

90" bend fitting name

shall

be marked mark,

with the following and

a) Manufacturer's

or identification

b) The size of the pressure ) to which

fitting and the pressure

the appropriate class (working rating of the fitting corresponds.

*Specification for fabricated high density polyethylene ( HDPE ) fittings for potable ~watersupplies: Part I General requirements. 4

IS: 8360 ( Part III ) - 1977
.TABLE

1 DIMENSIONS

FOR COVERALL LAYING FABRICATED 90' BENDS ( Clause 2.2.2 and Fig. 1 )

LENGTH

OF

SIZE

90"BEND,%ERALL
LAYING LENQTH,~ (2) mm

(1) mm

20
25 32 40 50 63 75 90 110 125 140 160 180 200 225 250 280 315 355 400 450 500 3.1.1

loo-& 3
LOO-& 3 100 & 100% lOO* 108&128f 154* 188 f 213 f 239 f 273 & 307 f 341 & 384 f 478 f 538 f 606 f 683 f 769 f 855 f 3 3 3 5 5 5 5 5

a
8 8 8 10 10 10 12 1.2 12 r2 with the

427 & 10

Standard

Each fabricated mark.

90" bend

fitting

may

also be marked

3.15 The use of the Standard Mark is govered by the provisions of the Bureau of Indian Standards Act, 1986 and the Rules and -Regulations made thereunder. The details of conditions under which the licence for the use of Standard Mark may be granted to manufacturers or producers may be obtained from the Bureau of Indian Standards.
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